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Reimagined with micro ATX compatibility, Prodigy M'enables users to install multiple expansion cards 
while maintaining the same compact dimensions and sleek look of the original Prodigy. Suspended with 
two FyberFlex Composite handles for shock absorption, Prodigy M can*be easily transported to the next 
room or to the next LAN party. The inside is incredibly flexible,.offering space for SLI or Crossfire dual 
graphics technology, up to four 3.5" hard drives or five 25" SSDs, and even space for slim 240mm 
radiators. A magnetic heat shield is also included:should you decide to fill the bottom with hard drives 
rather than fans. With BitFenix Soffouch*Surface Treatment, a massive CPU cooler cutout, and rolled- 
edge cable pass-throughs, the small case with no compromises is back with a vengeance. 


Highlights 


¢ MATX Compatibility — Fits micro ATX motherboards for added expansion possibilities 

¢ Beautifully Small — Compact dimensions with clean modern styling 

¢ Unmatched Flexibility — Fits long dual graphics cards and slim water cooling radiators up to 240mm 
¢ BitFenix FyberFlex™ Composite Handles — For portability and shock absorption 

¢ Choose Your Own Style — Two color options and interchangeable face plates available 

¢ SuperSpeed USB 3.0 — Two ports included for blazing file transfers 

¢ BitFenix Soffouch™ Surface Treatment — Luxurious matte finish and soft feel °a 
¢ Trouble-free Installation — Large CPU cooler cutout, cable management and heat shield 


g 
Materials Steel, Plastic 
Colors (Int/Ext) Black/Black, White/White 
Dimensions (WxHxD) 250 x 404 x 359mm 
Motherboard Sizes Micro ATX, Mini-ITX 
5.25” Drive Bays x 1 (removable) 
3.5” Drive Bays x 4 (2+ 2) 
2.5” Drive Bays x5 (3 +2) 
Cooling Top 120mm x 2 (optional) 
Cooling Bottom 120mm x 2 (1 included) or 200mm x 1(optional) or 230mm x 1 (optional) 


Cooling Rear 120mm x 1 (included) or 140mm x 1 (optional) 
PCI Slots x5 


/o USB 3.0 x 2, HD Audio 

Power Supply PS2 ATX (bottom, multi direction) 

Extras FyberFlex™ Composite handles, Soffouch™ surface treatment, heat shield 
Midnight Black 

P/N BFC-PRM-300-KKXSK-RP BFC-PRM-300-WWXKW-RP 

EAN 4716779444582 4716779444599 

UPC 886027003190 886027003206 
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Overclocking NAS Systems 
Media Center PCs 


Gaming PCs MATX Systems 4 p 
A/V Workstations ce ae 


Removable 


BitFenix FyberFlex™ Composite Handles Dust Filter 


Two SuperSpeed USB 3.0 Ports 


Five PCI Slots 


BitFenix Soffouch™ Surface Treatment 


Inverted Motherboard Tray 


Accommodates Upto’ 240mmSlim»Radiators 
(up to 27mm with single graphics card installed) 


Fits Long Graphics Cards 
(up to 320nim) 


Fits -., CPU Coolers ! 


(up to 160mm with 
storage rackinstalled) 
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Bottom Mounted PSU 
(up to.160mm in length) 
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Removable Storage Rack 
(up to 2 x 3.5" or 3 x 2.5" drives) 
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Two 120mm Spectre™ Fans Included 
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Removable Storage Rack 


Magnetic Heat shield 
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e Prevents Warm PSU Exhaust from Re-entering Case 
e Magnetic.and Easily Removable 


Airflow Simulation 
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¢ Bottom fans installed 
¢ Heat shield removed 


¢ Bottom HDDs installed 
¢ Heat shield installed 


Midnight Black 


Box Dimensions: 408mm (H) x 302mm (W) x 456mm (D) 


Container Huta) With Pallet | QTY/Pallet 
Pallet 


